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THE WORLD'S FINEST PLANETARIUM
The projecting instrument in  the Adler  Planetarium,
erected in 1930 m Grant Park, Chicago.   The projector
was made by Zeiss in Jena, Germany.   The building also
contains a museum of rare and beautiful astronomical
and  astrological   instruments.
Left  to right:   Dr   Philip  Fox,   director;  Joseph  H.
Buettas, builder; Ernest Grunsfeld, Jr., designer;
Max Adler, donor